WILLSON. 


Respiratory and Gas Licensed 


Eyewear: Recent Introductions WELLSON. 


SAFETY EYEWEAR: 

INDUSTRIAL STRENGTH STYLE, HARD WORKING PRICE 
Not your father’s safety eyewear...Willson’s got 
the hottest looks in sport-inspired eyewear. 
Give your workers the style they are looking 


for, at a price that's affordable. 
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UNBELIEVABLE VALUE! 


* Economical and stylish eye protection 

* Sport temples with soft temple tip pads for comfortable fit 
* Secure wrap-around design 

¢ Polycarbonate, distortion-free, hardcoat lenses 

¢ Soft temple tip pads for a secure fit 

* Meets ANSI Z87+ and CSA Z94.3 safety standards 


SKU Description 

A700 Clear lens, Clear frame 

A701 TSR Gray lens, Gray frame 

A703 Blue Mirror lens, Gray frame 
A704 /O Silver Mirror lens, Gray frame 


SPORTS STYLE, VALUE PRICE 


* Affordably priced version of the Vapor in black 

* Complies with ANSI Z87+ high impact standard for the 
American market 

* Complies with CSA 294.3 standard for the Canadian 
market 

* Optional Fog-Ban® minimizes lens fogging in extreme 
conditions 

* Does not include break-away Flexicord™ 

SKU Description 


11150910 Vapor II Black frame Clear HC 
11150911 Vapor II Black frame TSR Gray HC 
11150914 Vapor II Black frame Silver Mirror HC 
11150915 Vapor II Black frame Clear Fog-Ban 
11150916 Vapor II Black frame TSR Gray Fog-Ban 


For information or to order products on this page, 
please call Customer Service at 1-800-682-0839. 52 Bacou-Dalloz 
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AGGRESSIVE WRAP, METAL FRAME 


* Metal frame with exceptional coverage 

* Gunmetal frame with dual 9-base wrap-around lens design 
for full unobstructed field of vision 

* Adjustable saddle nosepads and soft flexible temple tips 

* Durable polycarbonate lenses with scratch resistant coating 

* Willson Fog-Ban® coating on Clear andTSR Gray lenses 

* Includes adjustable break-away FlexiCord™ for added 
security and convenience 

* Meets ANSI Z87+ and CSA Z94.3 safety standards 

SKU Description 


11150800 Clear lens, Gunmetal frame 

11150801 TSR Gray lens, Gunmetal frame 
11150804 Silver Mirror lens, Gunmetal frame 
11150805 Clear Fog-Ban lens, Gunmetal frame 
11150806 TSR Gray Fog-Ban lens, Gunmetal frame 
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As a bonus, a free eyewear neckcord 
comes standard with many Willson 
styles. No more lost time searching. 
Keep Willson eyewear close at hand. 


SPORTY DESIGN, CONTOURED FIT 


* Sports styling in a metallic blue painted frame 

+ Light-weight styling for all day wear 

* 9-base wrap-around dual lenses and sport temples 

* Soft nosebridge for better comfort and fit 

* Durable polycarbonate lens with scratch resistant or 
anti-fog coating 

* Willson Fog-Ban® coating on Clear and TSR® Gray lenses 

* Includes adjustable break-away FlexiCord™ for added 
security and convenience 

* Meets ANSI Z87+ and CSA Z94.3 safety standards 

SKU Description 


11150900 Clear lens, Metallic Blue frame 

11150901 TSR Gray lens, Metallic Blue frame 
11150904 Silver Mirror lens, Metallic Blue frame 
11150905 Clear Fog-Ban lens, Metallic Blue frame 
11150906 TSR Gray Fog-Ban lens, Metallic Blue frame 
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Eyewear: Familiar Favorites WHLESON. 


¢ Lightweight value frame with superior side and 
brow protection 

* High impact dual 9-base wraparound unilens 

* Comfortable universal nose bridge 

¢ Available in scratch resistant coating or Fog-Ban® 
anti-fog coating to repel moisture and fogging 

¢ Includes adjustable break-away FlexiCord™ for 
added security and convenience 

* Meets ANSI Z87+ for all skus 

* Meets CSA Z94.3 safety standards with black 
temples only 


SKU Description 
1150750 Clear lens, Black temples 
1150751 TSR Gray lens, Black temples 
1150755 Clear Fog-Ban lens, Black temples 
1150756 TSR Gray Fog-Ban lens, Black temples 
1150754 Silver Mirror lens, Black temples 


1150770US Clear Lens, Safety Orange temples 
150771US TSRGray Safety Orange temples 
150775US — Clear Fog-Ban Safety Orange temples 
150776US — TSR Gray Fog-Ban Safety Orange temples 
1150774US _ Silver Mirror Safety Orange temples 
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* Lightweight frame with superior side and brow 
protection 

* High impact dual 9-base wrap-around unilens 

* Comfortable universal nose bridge 

* Available in scratch resistant coating or Fog-Ban® anti- 
fog coating 

* Includes adjustable break-away FlexiCord™ for added 
security and convenience 

* Meets ANSI Z87+ and CSA Z94.3 safety standards 


y 
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SKU Description 
1150350 Clear lens, Black frame 
1150351 TSR Gray lens, Black frame 
1150355 Clear Fog-Ban lens, Black frame 
1150356 TSR Gray Fog-Ban lens, Black frame 
1150352 HDL Yellow lens, Black frame 
1150353 /O Silver Mirror lens, Black frame 
1150354 Silver Mirror lens, Black frame ie 
1150370 Clear lens, Blue frame X 
1150371 TSR Gray lens, Blue frame — 
1150372 /O Silver Mirror lens, Blue frame 
1150360 Clear lens, Silver frame 
1 ses Pa ed ei eA frapnd * Popular sporty wrap-around style with fin-shaped sides 
1150363 Silver Mirror lens, Silver frame Hoot shetwallp) 2 pesca nesepiece 


* Includes adjustable break-away FlexiCord™ 

¢ Meets ANSI Z87+ and CSA Z94.3 safety standards 
SKU Description 

11150500 Clear lens, Black frame 

11150501 TSR Gray lens, Black frame 
11150502 Amber lens, Black frame 

11150503 Cappuccino lens, Black frame 
11150504 \/O Silver Mirror lens, Black frame 
11150505 Blue Mirror lens, Black frame 
11150510 Clear Fog-Ban lens, Black frame 
11150511 TSR Gray Fog-Ban lens, Black frame 


For information or to order products on this page, 
please call Customer Service at 1-800-682-0839. 54 Bacou-Dalloz 


OP-TEMA’ 


* Frameless wrap-around lens styling for 
unobstructed vision 

« Adjustable temple length and lens angle for 
personalized fit 

¢ Adjustable soft nose-bridge 

* Includes adjustable break-away FlexiCord™ 

* Meets ANSI Z87+ and CSA Z94.3 safety standards 


SKU Description 


11150400 Clear lens, Black frame 
11150401 TSR Gray lens, Black frame 
11150405 Clear Fog-Ban lens, Black frame 
11150410 Clear lens, Blue frame 

11150411 TSR Gray lens, Blue frame 


A200 SERIES 


* Conventional style 

* Durable frame with integrated side protection 

¢ Adjustable temple lengths 

* Meets ANSI Z87+ and CSA Z94.3 safety standards 


SKU Description 

A200 Clear lens, Black frame 

A201 Gray lens, Black frame 

A210 Clear lens, Blue frame 

A211 Gray lens, Blue frame 

A220 Clear lens, Blue, White, Red frame 
A221 Gray lens, Blue, White, Red frame 


For information or to order products on this page, 


please call Customer Service at 1-800-682-0839. 


PREVAIL° 


* Popular sporty design that encourages compliance 
¢ Durable nylon frame with universal nosebridge 

* Includes adjustable break-away FlexiCord™ 

* Meets ANSI Z87+ safety standard 

SKU Description 


11150306 Clear Fog-Ban lens, Black frame 
11150336 TSR Gray Fog-Ban lens, Black frame 
11150339 Dark TCG lens, Black frame 
11150300 Clear lens, Black frame 

11150303 TSR Gray lens, Black frame 
11150309 Silver Mirror lens, Black frame 
11150326 /O Silver Mirror lens, Black frame 
11150301 Clear lens, Blue frame 

11150304 TSR Gray lens, Blue frame 
11150310 Blue Mirror lens, Blue frame 
11150327 /O Blue Mirror lens, Blue frame 
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A400 SERIES 


* Sporty, one piece wraparound lens 
* Economical and stylish protection 
* Meets ANSI Z87+ and CSA Z94.3 safety standards 


SKU Description 

A400 Clear lens, Clear frame 

A400AF Clear Anti-fog lens, Clear frame 
A401 Gray lens, Gray frame 

A402 Amber lens, Amber frame 
A402AF Amber Anti-fog lens, Amber frame 
A403 Silver Mirror lens, Gray frame 
A404 \/O Silver lens, Clear frame 


Visit us on our website @ 
www.willsonsafety.com 
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WILLSON. 
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Eyewear: Familiar Favorites 


* Safety eyewear for visitors 
«Wide viewing area with excellent coverage 

* Fits over most prescription eyewear 

* Meets ANSI Z87+ and CSA Z94.3 safety standards 


¢ Sturdy, metal style with sideshields POLYSAFE - Uncoated 


*Tint matched sideshields 
* Adjustable nose pad SKU Description 
* Rx compatible 11180031 Clear lens and frame, Bulk pack 72 pcs 
* Meets ANSI Z87+ and CSA 294.3 safety standards 11180032 TSR Gray lens and frame, Bulk pack 72 pcs 
SKU Description 11180029 Clear lens and frame, Dispenser pack 100 pcs 
11130326 Clear lens, Gold frame, Size 55 mm 11180025 Clear lens, Black temples, Bulk pack 200 pcs 
11130332 Clear lens, Gunmetal frame, Size 55 mm 

POLYSAFE PLUS - with anti-scratch coating 


Clear lens, Tortoise frame, Size 55 mm 


11130329 
11130335 Clear lens, Gold frame, Size 52 mm SKU pesca 
11130341 Clear lens, Gunmetal frame, Size 52 mm eoeueee 

11180037 Clear lens and frame, Bulk pack 72 pcs 


11130338 Clear lens, Tortoise frame, Size 52 mm 


LENS TINT SELECTIONS 


BLUE MIRROR For outdoor 


HDL YELLOW Provides high TSR®GRAY For outdoor 
use when bright sunlight use when bright sunlight 


and glare can cause eye and glare can cause eye 


CLEAR For indoor applications CAPPUCCINO For outdoor 
visibility and good contrast 
fatigue. Meets the require- 


where impact protection is use when sunlight and 

required. Absorbs >99.9% of glare can cause eye in low light conditions, as 

UV radiation up to 385 nm. fatigue. Meets the require- _—_- well as blue light protection _ fatigue. Meets the require- 

VLT = 92% ments of Z80.3 for Traffic and increased visual depth ments of Z80.3 for traffic ments of Z80.3 for Traffic 
Signal Recognition. Absorbs perception. Absorbs >99.9% signal recognition. Signal Recognition. 
>99.9% of UV radiation up to of UV radiation up to 400 nm. Absorbs >99.9% of UV Absorbs >99.9% of UV 
385 nm. VLT = 88% radiation up to 385 nm. radiation up to 385 nm. 

VLT = 27% VLT = 22% VLT = 12% 


1/0 SILVER MIRROR DARK TCG For outdoor 
High performance lens for use when there is a risk of 
indoor/outdoor use to electric-flash. Absorbs 
reduce artificial and sunlight 599.9% of UV radiation up 
glare. Meets the requirements to 385 nm and 75% of IR. 

of 280.3 for Traffic Signal VLT = 18% 
Recognition. Absorbs >99.9% 
of UV radiation up to 385 nm. 


VLT = 45% 


SILVER MIRROR For 
outdoor use when bright 
sunlight and glare can 
cause eye fatigue. Meets 
the requirements of Z80.3 
for Traffic Signal Recognition. 
Absorbs >99.9% of UV 
radiation up to 385 nm. 


VLT = 12% 


MR/PC? LENS 7T/NT SELECTIONS 


| 


IR/PC® SHADE 3.0 IR/PC® SHADE 5.0 

For use in a welding For use in a welding 
environment site or torch environment site or torch 
brazing and flame cutting. brazing and flame cutting. 
VLT = 14% VLT = 2% 


1/0 BLUE MIRROR 

High performance lens for 
indoor/outdoor use to 
reduce artificial and sunlight 
glare. Meets the requirements 
of Z80.3 for Traffic Signal 
Recognition. Absorbs >99.9% 
of UV radiation up to 385 nm. 


VLT = 45% 
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For information or to order products on this page, 
please call Customer Service at 1-800-682-0839. 56 


* Sleek wrap-around styling 
* 180 degrees, clear field of vision 
¢ Direct and indirect ventilation styles available 
for impact or splash applications 
+ Lenses coated with Willson Fog-Ban® anti-fog coating 
« Adjustable elastic or neoprene headband 
* Pivoting headband clilps to adjust strap around hard 
hats or hearing protection 
* Peel-off goggle covers available to extend useful 
life of the lens 
* OTG compatible (can be worn over most prescription 
eyewear) 
* Meets ANSI Z87+ and CSA Z94.3 safety standards 
SKU Description 


11250800 Direct vent goggle, Clear Fog-Ban lens, 
Elastic Headband 


11250810 Indirect vent goggle, Clear Fog-Ban lens, 
Neoprene Headband 

11250830 Indirect vent goggle, IR/PC 3.0 Shade, 
Elastic Headband 

11250850 Indirect vent goggle, IR/PC 5.0 Shade, 


Elastic Headband 


* Economical splash goggle 
* Fits over most prescription eyewear 
« Meets ANSI Z87+ and CSA 294.3 safety standards 


SKU Description 


A610S Chemical goggle, Clear Anti-fog lens, 
Transparent Green body 
A610 Impact goggle, Uncoated lens, 


Transparent Green body 


For information or to order products on this page, 
please call Customer Service at 1-800-682-0839. 


Goggles 
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EXTRA COVERAGE AT COMPETITIVE PRICES 
Willson goggles provide direct vent and 
indirect vent protection for splash, dust 
and impact applications. 
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V-maxx offers 
3.0 and 5.0 
welding shades 


* V-maxx peel-off lens covers 

* Protects the lens during paint and spray applications 
* Extend useful life of the lens 

* 10 covers per pack 

SKU Description 


11250860 10 pack of goggle covers 
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Faceshields WILLSON. 


IMPACT AND SPLASH PROTECTION 
Adjustable headgear, a simple visor 
replacement system and quality optics 
make Willson faceshields a must have 

in your safety line-up. 


* Constructed of tough thermoplastic 
* Heat resistant browguard 
*V5N features ratchet headband adjustment 
*V15N features pinlock headband adjustment 
* Designed with a chemical splash drip edge to 

prevent fluids from splashing down inside the visor 
SKU Description 
11380048  VS5N Heat Resistant Browguard with 

ratchet adjustment and sweatband _ 

11380049 V15N Heat Resistant Browguard with — 


pinlock adjustment and sweatband 
11340143 V5N Headgear with Clear Propionate Visor V5N HEADGEAR 
(Item number 11390044) WITH CLEAR 
11340145 ~~ V5N Headgear with Clear Polycarbonate PROPIONATE VISOR 


Visor (Item number 11390047) ziamlay 


RATCHET ADJUSTMENT PINLOCK ADJUSTMENT 

TENSION KNOB ALLOWS EASY SIZING SIMILAR TO A BASEBALL CAP 
AND TENSION ADJUSTMENT FOR INDIVIDUAL 
VISOR POSITIONING 


V5N HEADGEAR V15N HEADGEAR 
#11380048 #11380049 


A GUIDE TO THE PROPERTIES OF VISORS 


Note: Face Shields are considered secondary eye protection only. Approved 
primary protection safety eyewear must be worn for full compliance. 


Properties Polycarbonate Propionate Acetate 
Impact Resistance Best Better Better 
Weather Resistance Better Good Good 
Scratch Resistance Good Better Better 
Acid Resistance Good Better Good 
Alkaline Resistance Good Better Good 
Solvent Resistance Good Better Good 
Heat Resistance Best Better Good 
Maximum Temperature Use = 250-280°F 155-220°F 140-220°F 


For information or to order products on this page, 
please call Customer Service at 1-800-682-0839. 58 Bacou-Dalloz 


PROTECTO-SHIELD” 
REPLACEMENT VISORS 


* Available in propionate, polycarbonate and acetate for 
a variety of environments 

* Popular industry sizes and thicknesses 

* Easy attachment without snaps, posts or levers 

* Reinforced edge to resist cracking 

* Universal hole pattern allows the use of Willson visors 
with other popular manufacturers’ headgear 

* Aluminum bound acetate replacement visors form 
easily for a contoured, customized fit 

* Meets ANSI Z87+ and CSA Z94.3 safety standards 


Note: Face Screens and Face Shields are considered 
secondary eye protection only. Approved primary 
protection safety eyewear must be worn for full 
compliance. 


Molded replacement visors 
SKU Description 


390064 Clear replacement visor, Individually 
Poly-bagged, Propionate 


11390044 Clear replacement visor, Propionate 
390045 Med. Green replacement visor, Propionate 
390046 Dk. Green replacement visor, Propionate 

11390066 Shade 3 replacement visor, Propionate 

11390067 Shade 4 replacement visor, Propionate 
390068 Shade 5 replacement visor, Propionate 

11390069 Shade 6 replacement visor, Propionate 

11390065 Clear replacement visor, Individual, 


Poly-bagged, Polycarbonate 
390047 Clear replacement visor, Polycarbonate 


11390048 Med. Green replacement visor, 
Polycarbonate 
390049 Dk. Green replacement visor, Polycarbonate 


Aluminum Bound Acetate 
replacement visors 


SKU Description 
11390054 Clear replacement visor, 6" x 15" x .04" 
11390055 Clear replacement visor, 8.5 x 15 x .04" 
11390056 Med. Green replacement visor, 

8.5 x 15 x .04" 
11390057 Clear replacement visor, 9 x 20 x .04" 


Other replacement visor options 
SKU Description 


11390058 Clear Polycarbonate replacement visor — 
Wide Style — Size 9" x 20" x .04" 


11390063 Clear Polycarbonate replacement visor — 
Angled Side — Size 8.5" x 15" x .04" 
11390059 Black Steel 24 Mesh replacement visor — 


8.5" x 15" 


For information or to order products on this page, 
please call Customer Service at 1-800-682-0839. 


CLEAR 
POLYCARBONATE 


#11390065 


SHADE 3 
PROPIONATE 


#11390066 


ALUMINUM BOUND 
ACETATE 


#11390054 


BLACK STEEL MESH 


= 
#11390059 


59 


CLEAR 
PROPIONATE 


#11390044 


SHADE 5 
PROPIONATE 


#11390068 


POLYCARBONATE 
ANGLED SIDE 


#11390063 


CLEAR POLYCARBONATE 
WIDE STYLE 


#11390058 


MANUFACTURER'S HEADGEAR 


UNIVERSAL FIT 


WILLSON VISORS CAN BE USED 


WITH OTHER POPULAR 


Visit us on our website @ 
www.willsonsafety.com 
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ELECTRIC ARC 
REPLACEMENT VISOR 


* Propionate Visor fits existing Willson Protecto-Shield® 
Headgear (V5N and V15N) 

* Carries a 9.3 cal/em? ARC rating (ATPV), exceeding the 
minimum requirement of 8 cal/cm? 


*Tested by a kinectrics lab using the ASTM Standard Test. 


(Test results available upon request) 

* Superior optics 

+ Reinforced edge to resist cracking 

* Universal hole pattern tested with most headgear on 
the market today 

¢ Lightweight design 

« Exceptional visual acuity with visual light transmission 
of 35% 

* Meets ANSI Z87+ and CSA Z94.3 standards 

* Made in the USA 


SKU Description 


11391000 Electric Arc Visor 


For information or to order products on this page, 
please call Customer Service at 1-800-682-0839. 
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PRO-SYSTEM? 


THE COMBINATION HEAD, EYE, 
FACE AND HEARING PROTECTION 
COMPONENT SYSTEM 


* Combines Head/Eye/Face/Hearing Protection 
components into one complete package 

* Comfortable head, eye, face and hearing protection to 
meet a variety of needs 

+ Multi-task system features a lightweight polyethylene 
hard hat, with adjustable nape strap for secure fit 

* Features high performance Bilsom® cap-mounted 
earmuffs with NRR 25dB 

* Includes a low glare steel mesh visor 

* Polysafe® Protective Eyewear is included to provide 
primary safety eyewear for protection from flying 
debris 

* Ideal for a vast array of applications such as chain 
sawing, wood chipping and brush removal 

* All Pro System components meet or exceed ANSI 
standards 

Note: Face Screens and Face Shields are considered 

secondary eye protection only. Approved primary 

protection safety eyewear must be worn for full 

compliance. 


SKU Description 


13910046 — Pro-System — Beta® Cap, Bilsom® cap-mounted 
earmuff with NRR 25dB, Steel Mesh Visor, 
Clear Polysafe® eyewear 


KWIK-KLIP? 


ALUMINUM VISOR 
MOUNTING STRIP 


Y a 
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Accessories that allow secure attachment to Willson or 


competitive hard hats using simple spring tension. 


PLASTIC VISOR 
MOUNTING STRIP 


#11380029 #11380030 
= 
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* Low profile, well-balanced high density polyethylene shell 

* Patented shock-absorbing hangers to evenly absorb shock 

* Replaceable, 4-point, nylon suspensions 

*Two suspension styles; Ratchet suspension and adjustable 
PresLock suspension both with nylon straps 

* Replaceable, sponge padded sweatband 

* Downward — angled nape strap for secure fit 

* Universal accessory slots for cap attachments 

* Custom imprinting available for the front, back and sides 

* Made in USA 

* Meets or exceeds ANSI Z89.1 — 2003 standard. Type 1 
Impact requirements and Class G and E electrical. 


ALPHA? CAP (Ratchet Suspension) 


SKU Description 
2210250 Alpha Cap — White 
2210251 Alpha Cap — Yellow 
12210255 Alpha Cap — Green 
2210256 Alpha Cap — Red 
2210254 Alpha Cap — Blue 
12210252 Alpha Cap — Orange 
Al 


12210253 pha Cap — Gray 


ALPHA? CAP (PresLock Suspension) 
SKU Description 


12210102 Alpha Cap — White 
12210103 Alpha Cap — Yellow 
2210099 Alpha Cap — Green 
12210101 Alpha Cap — Red 
12210098 Alpha Cap — Blue 
2210100 Alpha Cap — Orange 
2210105 Alpha Cap — Gray 


PROTECTION FOR YOUR HEAD 

Wherever there is a potential for falling 
objects, flying objects, or impact of bumps, 
Willson should be there. Adjustable, 


imprintable and affordable, Willson has the 


hard hat to meet your needs. 


Logos, slogans and other 
messages can be added 
to the front, back or sides 
of any hard hat. See price 
list for more details. 


ae * 
WHITE BLUE GREEN ORANGE ; RED YELLOW 7 GRAY 
Visit us on our website @ 
www.willsonsafety.com 
For information or to order products on this page, 
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please call Customer Service at 1-800-682-0839. 
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Hard Hats 


SKU 


+ Low profile, well-balanced high density polyethylene shell 

* Heavy-duty brim construction 

- Adds extra protection for sun glare and rain 

+ Patented shock-absorbing hangers to evenly absorb shock 

* Replaceable, 4-point, nylon suspension 

+ Ratchet suspension with nylon straps 

+ Replaceable, sponge padded sweatband 

* Downward - angled nape strap for secure fit 

* Custom imprinting available for the front, back and sides 

* Made in USA 

* Meets or exceeds ANSI Z89.1 — 2003 standard. Type 1 Impact 
requirements and Class G and E electrical 


Description 


12510011 
12510012 
12510013 
12510015 


+ Low profile, high density polyethylene shell 

* Replaceable, 4 point molded polyethylene suspension 

+ Adjustable PresLock suspension with padded sweatband 

* Very economical 

* Custom imprinting available for the front, back and sides 

* Made in USA 

* Meets or exceeds ANSI Z89.1 - 2003 standard. Type 1 Impact 
requirements and Class G and E electrical 


SKU 


Description 


12410001 
12410002 
12410006 
12410004 
12410003 
12410005 


Beta Cap — White 
Beta Cap — Yellow 
Beta Cap —- Green 
Beta Cap — Red 
Beta Cap — Blue 
Beta Cap — Orange 


Full Brim — White 
Full Brim — Yellow 
Full Brim - Blue 
Full Brim — Orange 


+ Molded polyethylene shell and suspension 

+ Adjustable suspension with ventilated sweatband 
+ Use for bump and laceration hazards only 

* Does not meet ANSI Z89.1-2003 standard 


SKU 


Description 


12110022 
12110025 
12110001 
12110010 


For information or to order products on this page, 
please call Customer Service at 1-800-682-0839. 62 


Feather Kap —- White 
Feather Kap — Yellow 
Feather Kap — Blue 
Feather Kap — Orange 
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#11380030 
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#11380029 


#12800003 


#12800002 


#12800007 


Y 


#12920001 


For information or to order products on this page, 
please call Customer Service at 1-800-682-0839. 


KVWIK-KLIP? HEADGEAR 


FOR SAFETY CAPS 


SKU Description 

11380030 V30 Plastic visor mounting strip 

11380031 V30P Plastic visor mounting strip 

11380032 V31 Aluminum visor mounting strip 

11380029 V40 Aluminum bracket for Alpha & Beta Hard Hat 

11380055 V41 Aluminum Bracket for Full Brim Hard Hat 

11380057 Protecto-Shield® ProLok® Browguard Headgear for 
Safety Caps/ V35N 

12990056 Bracket assembly for brow guard 


WINTER LINERS 


SKU 


Description 


12800003 


12800002 


12800007 


Gold canton flannel, adjustable chin strap, three 
suspension tabs, lightweight, flame retardant 
stretch quilted, polyurethane foam 

Stretch quilted polyurethane foam between nylon 
tricot and white cotton knit lining, velcro chin 
fastener, three suspension tabs, heavyweight 
Dielectric steel blue cotton twill, blue fleece 
lining, three suspension tabs 


REPLACEMENT PARTS 


SKU 


Description 


12920001 
2910005 
2910018 


2910009 


12990053 
12990059 


2910010 


Chin strap for Alpha® and Beta® Safety Caps 
Suspension with sweatband for Feather Bump Kap 
Standard suspension with integral strap and 
sweatband for Beta Cap (4 pt. plastic) 

Standard suspension with integral strap and 
sweatband for Alpha Cap (4 pt. Nylon) 

Sponge padded vinyl sweatband for Alpha Cap 
Vinyl sweatband for Protecto-Shield Prolok 
Headgear & Ratchet Hard Hat 

Ratchet suspension with sweatband for Alpha 
Cap (4 pt. nylon web, dielectric) 


Visit us on our website @ 
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